FOREWORD

Traditionally, multi-story buildings are so constructed
that if a load-carrying member collapses, the entire
structure does not:  it has an inherent structural integrity
But construction using large-panel concrete members is
not traditional.  Builders cannot necessarily depend on
the new structure's inherent integrity.

To avoid potential problems, the Office of Policy
Development and Research has undertaken an extensive
research program on large-panel concrete structures.  This
report, the sixth of nine, deals with horizontal joint
tests, and most importantly with the connection of
walls to floors.

The research program was supervised for HUD by the
late William J. Werner and continued by Ronald J. Morony.
Designers, manufacturers, and builders have reason to be
grateful to them.


particular. Neither tho United Stoics nor HUD makes nny wur-
